Taizhou KangLong Medical Treatment Technology Co., Ltd 


Taizhou Kanglong Medical Treatment Technology Co., Ltd 
established in 2001,is a China medical rubber stopper for blood 
collection tube manufacturers and medical rubber products 
company,we are now a leading manufacturer of pharmaceutical 
packing area. We specialize in medical rubber stopper for blood 
collection tube, syringe plunger and all kinds of rubber stoppers. To 
meet the needs of all our highly-valued customers, Kanglongpharma 
is constantly in pursuit of better quality and higher production 
efficiency. Designed by GMP Standard, We are equipped with:a 
20000-square-meters GMP standard enclosed workshop, a 
300,000-grade vulcanizing room, a 100,000-grade trimming room, a 
10,000-grade cleaning room, a 100-grade packing room. We 
specialize in custom medical rubber stopper for blood collection 
tube, All kanglongpharma's products are designed and 
manufactured in accordance to Is09001-2015 standard. 

1. Medical Mixed Colour Rubber Stopper For Blood Collection Tube 
PRODUCT DESCRIPTION: 

Medical Mixed Colour Rubber Stopper For Blood Collection Tube 
KANGLONG is the company with the largest color rubber stopper 


product line in China. Our color rubber stopper has rich colors and 


can be customized according to your needs 

Good formulation technology guarantees excellent leakage of butyl 
rubber stopper, Leakage <20mg 

Ultra-low metal dissolution, can be used for human blood metal 
detection 

Special surface treatment technology eliminates the effects of 
silicon treatments on blood products . 

The most stringent process control ensures the cleanliness of the 
rubber stopper . 

Suitable acupuncture resistance , Can withstand 60000 times of 
acupuncture abrasion 


Excellent y-ray resistance 
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2. Medical Butyl rubber stopper for injection vials 
PRODUCT DESCRIPTION: 


Medical Butyl rubber stopper for injection vials 
Uses:Suitable for the sealing of all kinds of injection vials 
Packing: Inner packing is sterilizabled bags, outer packing is carton 


Industry Standard: YBB00042005-2015 
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3. Medical Halogenated butyl coated polyester film(PET) series 


PRODUCT DESCRIPTION: 

Medical Halogenated butyl coated polyester film(PET) series 

By adding a ETF or TEFLON on the surface of the rubber stopper, 
could prevent the contact from stopper and the drug, which can 
effectively reduce the absorption, and infiltration between the 


rubber stopper and the drug. 
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Contact information 

ADD: Xuangang Industrial Zone, Yuhuan City, Zhejiang, China 
TEL: +86-576-87204688 

PHONE: +86-13621821876 


E-MAIL: linn@tzkljs.com 


